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Contract No. HFe1236 
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‘The Gontracter shall furnish and deliver to the Government, 


upon demand, the equipment ted herein which have 


parts 
been order under Purchase Requests submitted by either 


or Customer B. Deliveries of such parts shall be made f'.o.b. 
of erigin with shipping charges allowed es a separate item on 
Contractor's invoicet 
Then Unit 
He. Cuantity Paxt No. Part Price 
Parts for equipment supplied under 
contract conaieting of the follow 
ing items and conforming to 
Contractor's prepesal of 27 March 
1957. 
3 . 
ty i * 3 Hews Valve Parte 25.78 ea. 
ar 4 MEV 35, MEY 204, 
ey, MEV 38 
2 CLIO’ 829004, Rottle Assextly © 950.00 es. 
4 Os FeS6L1L0 Mele Disconnect 274.06 on. 
kta wfhowes DC 1500 
rs cue wdg6so «Female Disconnecta 133.72 ea. 
a é Face Flece with (fi, 60.00 ea. 
Big Hosea "7 
SE 15 F~9003 Face Pieces - 60.00 ea. 
fost 9, 12> Fn24L8 Hose Aseenbly 72#5t- 160,00 ea. 
a Ll CC Fe2h4Sel = Hose (ree ~~ 63,29 ea. 
9 S CO PebhiBe2 Hope 13.93 ea. 
10 13 @ FeRhdBe3 Hote 52.67 at. 
ee 8 | “8 @ BwRhhB-4 Hose 14.32 ea. 
=  A2 8 © Penhsb~5 Hone 7.00 #a. 
13 3 CC’ Fe24iB-6 Hove 14.32 @f. 
14 2 Fe2i00 Re tor 1,350.00 on, 
15 15 MEY 38, MEV 35 80.05 es. 
ev Hawk 
Parta 
hes) 10 Hawk Exbalation 48259 @& 
= ; Valves 
17 tap aie Automatic Cpaning 291.75 ea. 
: Ai ad eae Parachute Device 
2 7 ig \/*"’ P3290 Blectrical 7 Wire = 7.92 ea. 
°S. eee Hose E 


te 


f 


Gustomer A 
point 


Aeaouct 


T7340 
950.00 
548.12 


133.72 
360.00 


2,700.00 
1,206.75 
483.90 
291.75 
126.72 
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Duantity 
6c 


Part 


Charging Valve 


Unit 
Price Apount 


3,573 en, 21.78 


ce Sere Wrench 10,62 ea. 16,62 
Hose with DA 1500 274.06 aa. 622.18 


Rose 
Hose 
Hose 
Hose 
Hose 
Hose 


Bh 


63.29 Oa. 126.58 
13,93 Bhs 459.69 
52.67 ea. 1,053.40 
14.32 @8. 186,16 

700 ea. 105.00 


14.32 @a. pet 
POTAL PRICE £25,137.3% 
(Not subject to provisions 

of gection D.) 
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